From: Garcia Martinez, Carlos <Carlos.GarciaMartinez@baystatehealth.org> 
Sent: Monday, March 13, 2023 8:25 AM 

To: Moriarty, Tim <Tim.Moriarty@baystatehealth.org> 

Subject: Re: M7 dedicated Stratus device 


Good morning Tim, 


The following asset tag devices have had the Stratus video remote interpretating language 
services software added and are located on Mass Mutual 7. 


SVL0864982 
SVL0843751 


SVL0688958 


Carlos A. Garcia, CHI 

Trainer, Interpreter & Translation Services 
Baystate Medical Center 

759 Chestnut St. 

Springfield, MA 

01199 

413.794.2859 


SG514 


